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MATERIAL SAFETY DATA SHEET 



SECTION I - PRODUCT IDENTinCATION 

AiUhniqomo&c. 

Color Index « 60725. 

I 

C:A.S. # 82-4S-L 

f 

kcnoN n - hazardous ingredients 

None. 


SECTION m - PHYSICAL DATA 

I 

Appearaneo and Odor 
[boiling Point 
Vapor Pressure (inmHgl 
'Vapor Density 

I 

jsolnbility 
;Specific Gravity 

I SECTION m - PHYSICAL DATA 
! Percent Volatfie by Weight 
Evaporadon Rate 


Only those ingredtents lifted In section have been 
detennined to be hazardooa as defined in 29 CFR 
1910,1200. 


Parple powder, odorleu. 

NA 

NA 

NA 

Not soluble in water. 

NA 

NA 

NA 


Source: https://www.industrydocuments.ucsf.edu/docs/phnm0004 
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i 

I 


ffECnON IV - FERE AND EXPLOSION HAZARD DATA 
"j 

Ilxih Point XA 


iifu 


unmabli Linita 
Extingaiiiiimg Modi* 


LEL-NA 

UEL-XA 

Witer, dry chemical, fiMtn, carbon dioxida 


iipecialFirvF^btlngPraccdiirM None. 


Unnsual Fire and Ejqklosliui None. 

SECTION V -HEALTHHAZARD DATA 


mreehold limit valuhi 

i 

Effects of Overextiaiiltre 

Emergency First Aid 
Procedures: 

InbalatfoB 

Sldn 

lagcttioB 

Eyes 


Not eetabliifaed. 
None found. 


Consnh physkua if Irxitatioa of respiratory panage 
ocean. 

Wash with soap and water. 

Coasalt pfaysklaB. 

Fhuh with water. Obtain medkal advise If inritatioa 
develops. 


Carchinoflaiehy 


Not listed with NTF. lARC or C>^A as a known or 
suspected carcinogea. 


SECTION VI - REACnVlTY DATA 
Stabxlify Stable. 

Incompatfbilhy Adds. 

Hazardous Decomposition Themtal decompoiitioa iney prodnee carbon monoxide, 

earlMm dioxide and nitrogen enddae. 

Hazardous Polymarization WBl net occur. 


Source: https://www.industrydocuments.ucsf.edu/docs/phnm0004 
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i sEcnoN vn - spoii or leak procedures 

9tiBpi to ttkc iB cate Material Normal ckaunqi pracednrta. Care ihoald be takn to 

iarelcaiedoripinsd. AToldcatuiiif dnattobauawairbonia. Vaenom 

deeojaf QvtMM ara monacBtled. 

Waste Ditpoiai Dispose of material kcontpBaaet with Local, Stats aad 

Federal Ragalatioas. 

Storage Keep la tlghtlf closed codtahten hi eooi, dry, Testflated 

ares. 

SECTION vm - SPtoAL PROTECTION INFORMATION 


Yesdlatton 


Local exhenit raeoaunended. 


Eye FrotecHoo 
doves 

Respiratory Proteetfoo 


SaliBty glasses. 

Viayi fbr pcitonai hygiene. 

For dosty condltlinia, wear a NIOSH, approved dast 
auuk. 


SECnON EC « SPECIAL PHECAUTTONS 
None. 


Insaed Date: 0Ii9? 


] 
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